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HP FDD1/9000 Release Notes 


The following information isfor version B. 10.20.09 of H P FDDI/9000, for 
servers (product numbersj 2157B, J 2658BA and J 2658AA_APZ) and for 
workstations (product numbers A2654A and A2665A). 
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HP FDDI/9000 Release Notes 


It also contains information for version B. 11.00.05 of HP FDDI/9000 
(product numbers J 2157B andj 2658BA). 
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HP FDDI/9000 Release Notes 

HP-UX Version B.10.20.09 


HP-UX Version B.10.20.09 
What's in this Version? 

The foil owing sections describe the 10.20.09 version of H P FDDI/9000 for 
servers and for workstations. 

Fixes 

There have been no new fixes since the previous release. 

Known Problems and Workarounds for this version 

There are no known problems with this version of H P FDDI/9000. 

Compatibility Information and Installation 
Requirements 

Software Requirements 

• HP-UX 10.20 operati ng system 

Hardware Requirements 

For HP-UX 10.20 and later versions: 

• HP 9000 Servers with HP-PB Bus 

This version of H P FDDI/9000 can only be installed on platforms that 
have an HP-PB bus. The platforms are: HP 9000 Series 800 Models E, 
G, H, I, K, andT. 

• CD-ROM drive to install/update media 

Memory and Disk Space Requirements 

• 16 M B memory 

• 1 MB free disk space 
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HP FDDI/9000 Release Notes 

HP-UX Version B.10.20.09 

Install/Upgrade With System Up or Down 

• One reboot is required for installation and configuration 

• Super user mode is required 

installing and Upgrading HP FDDI/9000 

The I nstalling and Administering HP FDDI/ 9000 manual (J 2157-90013) 
contains complete instructions for installing this product. Refer tothis 
document for more information. 

Patches for this version 

For the IP M ulti cast feature, available in version 10.20.06 and above, to 
work properly PH NE_14634 (or a cumulative patch superseding it) must 
be i nstal I ed on the system. 
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HP FDDI/9000 Release Notes 

HP-UX Version 11.00.05 


HP-UX Version 11.00.05 

What's in this version? 

The following describes the 11.00.05 version of H P FDDI/9000 for 
servers. 

Features 

The FDDI driver can be installed on both 64-bit and 32-bit H P-UX 11.00 
OS. 

Fixes 

Some fixes were incorporated i nto this release of H P FDDI/9000. Seethe 
section "Fixes in this Version" for more information. 

Known Problems and Workarounds for this version 

There are no known problems with this version of H P FDDI/9000. 

Compatibility Information and Installation 
Requirements 

Software Requirements 

• H P-UX 11.00 operating system 

Hardware Requirements 

• HP 9000 Series 800 Models with HP-PB Bus 

This version of H P FDDI/9000 can only be installed on platforms that 
have an HP-PB bus. The platforms are: HP 9000 Series 800 Models E, 
G, H, I, K, andT. 

• I nstalI/update media hardware, such as: 

— DDS tape drive 

— CD-ROM drive 
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HP FDDI/9000 Release Notes 

HP-UX Version 11.00.05 


Memory and Disk Space Requirements 

• 16 M B memory 

• 1 MB free disk space 

instalI/Upgrade With System Up or Down 

• One reboot is required for installation and configuration. 

• Super user mode is required. 

Installing and Upgrading HP FDDI/9000 

The Instal ling and Administering HP FDDI/9000 manual (J 2157-90013) 
and the HP FDDI / 9000 I nstallation and Configuration card 
(J 2157-90044) contain complete instructions for installing this product. 
Refer to this document for more information. 

Nuisance Message during installation of the product 

Users may encounter a warning message in the swinstaii. log file 
when the] 2157B bundle is selected for installation using 'swinstaii'. 
This warning should be ignored. 

The warning message on a 64-bit Operating System may look like this: 

WARNING: The software specification "J 2157B" refers to a bundle 

(or to product, subproduct or fileset within a bundle). 
Only some of the software specified could be selected. 
The messages below show those items which could not 
be selected and those items which were selected but 
generated a warning: 

* Could not apply the software selection 

"FDDI -KRN-COM. FDDI 467-KRN,r=B. 11.00.02, a=HP- 
U X_B.11.00_32/64,v=H P,fa=H P-U X_B. 11.00_32" 
because there are no product variations that are 
compatible with the destination host(s). 

* Could not apply the software selection 
"FDDI-MASTER-COM ,FDDI-MASTER,r =6.11.00.03,a 
=H P-U X_B. 11.00_32/64,v=H P,fa=H P-U X_B .11.00_32” 
because there are no product variations that are 
compatible with the destination host(s). 

* Could not apply the software selection 
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HP FDDI/9000 Release Notes 

HP-UX Version 11.00.05 


"FDDI 67-KRN.FDDI-KRN,r=B. 11.00.03, a=HP-UX_B.l 
1.00_32/64,v=H P,f a =H P - U X_B. 11.00_32 " beca use t here 
are no product variations that are compatible with the 
destination host(s). 

Fixes in this version 

The defect fixes si nee the last release (11.00.04) are: 

• The 'mk_kerneT was failing for H P-PB FDDI driver on some C-CI ass 
700 series machines with 64 bit Operating Systems. This has been 
fixed. 

• HP-PB FDDI subsystem was not being configured for NetTL logging 
and tracing under some circumstances. This has been fixed. 
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